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[Abstract:] The time occupied in raising Silver to the Second Floor of P.O. is about 10 minutes 
daily. 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
March 12, 1886 


Sir: 


Referring to the communication of Pension Agent Gen. W.H.H. Davis to the Honorable 
Secretary of the Treasury and transmitted to you through the Bureau of the Mint, with 
endorsements, I have the honor to say: 


That the delivery of silver at the Post-Office Vaults is made between the hours of 1 & 2 
O’clock P.M., invariably, and such deliveries have been so made for several weeks, at the 
suggestion of Mr. Cahill, Custodian of the Building. 


Moreover there is not, and never has been, any “constant use” of the elevator for the 
delivery of silver since you took possession of the vaults. The time occupied in raising the silver 


to the second floor averages about ten (10) minutes, daily. 


The amount deposited in the P.O. Vaults was limited to $100,000 daily to render the 
service as little annoying as possible. 


The delivery of coin before 9 a.m. and of the close of the day at the Post Office is simply 
impracticable. 


Very Respectfully, 
M.H. Cobb 


Hon. Danl. M. Fox 
Superintendent 
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